
HD497 Dynamic Headphone 

The ideal headphones for all types of music, the HD497 delivery crystal-clear, well-defined trebles 
and abesolute precision across all audiofrequencies. With their natural, detailed sound image they 
not only give a brilliant performance on hi-fi systems, they put on a powerful show on portable 
players too-and all this in a lightweight package. 

Features & Benefits 

• Open dynamic hi-fi stereo headphones 

• Lively natural sound reproduction with full, warm bass 

• Completely new ergonomic design 

• Extremely lightweight 

• Self-adjusting headband for optimum comfort 

• Hypoallergic earpads 

• Robust, single-sided OFC copper cable 

• Also ideal for portable use 

Technical Data 

Frequency response 
Transducer principle 
Nominal impedance 
Characteristic SPL at 
Load rating 
THD 

Ear coupling 
Contact pressure 
Weight (without cable) 
Connector 

Connection cable 

Optional Accessories 
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24-22,000 Hz 
dynamic, open 
32 Ohms 
112 dB 
100 mW 
< 0.2 % 
supraural 
approx. 2.5 N 
130 grams 

3.5mm stereo mini jack plug with adapter 
to 1/4" stereo jack plug 

3 m, single-sided OFC copper cable 
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